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18 August 1970 


73 

Subject's. Contract I I f 657) -I28I16 Follow-On EMR 
Monthly Technical Progress Report 
Period Ending 31 July 1970 

Dear Burt: 

In fulfillment of the subject obligation enclosed please 
find one (1) copy of this Contractor’s report No. 77. 




Regards, STATINTL 
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NOTE: Only outstanding Contract Items are listed hereunder. 

/ 

BASIC CONTRACTUAL OBLIGATIONS 


W/S Item V - Configuration Records 

Contractor’s correspondence to SPO of 21 July 1970 
submitted recommendations for disposition of records - 
Contractor awaiting SPO reply 


OPTIONAL_REQJJIREMENTS (Spare Parts) 
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